Brian Downs 


From: 

Sent: 

To: 

Cc: 

Subject: 


Brian Downs 

Wednesday, November 15, 2017 11:55 AM 
Annette S Jacobi 
Lisa D Williams 
RE: 


thanks 
Brian Downs 

Director of State and Federal Policy 
Oklahoma State Department of Health 
(405)271-3242 
briand@health.ok.gov 


From: Annette S Jacobi 

Sent: Wednesday, November 15, 2017 11:54 AM 
To: Brian Downs <BrianD@health.ok.gov> 

Cc: Lisa D Williams <LisaW@health.ok.gov> 

Subject: 

I was mistaken about the current budgeted amount for the Alternatives-to-Abortion services. I said $27,951 
and it is $17,951. In case someone calls, you will have this on hand. - AJ 




